
FRONTIER MOTEL 


5510 West Skelly Dr. 

Tulsa, Oklahoma 

One mile east of Turner Turnpike entrance on 
U. S. 66 — interstate 44 — 15 minutes from 
downtown Tulsa — 33 Units — Swimming Pool 

— Coffee Shop — Tub and Shower Comb. — 
Room Phones — TV — Family Accommodations 

— Phone HI 6-6101. 

Featuring “Magic Fingers” Massaging Beds 
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